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ie COPYRIGHT (c) 1978, 1980, 1982, 1984 B 
ie DIGITAL EQUIPMENT CORPORATION, MAYNARD. MASSACHUSETTS. 
ie ALL RIGHTS RESERVED. 
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Symbols are defined following the standard for global names: 


he first three words of the error 
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th each error definition. 


will cause all symbols to be made available to the module. 


es these symbols as EXTERNAL; 
y for the convenience of the user. 
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SMGS facility messages 


1 
: ' Template for Gocusens ing messages. 
i ach trptenes . 4 ph gs Png message it applies to and 
. Ww n ne. 
5 ! Be sure not to use the sequence ‘'++"' after a "'!'' in regular comments 
§ ' as this sequence begins a documentation sequence and can be 
' searched 4 ol if and when the process of extracting the 
3 ! documentation becomes automated. 
0 lee 
1 ' FACILITY: SMG 
¢ ' EXPLANATION: x 
! USER ACTION: y 
94 lee 
95 
39 ! ; Set LH to 18 (decimal). 
9 FACILITY §mG,18 /SYSTEM 
98 -SEVERITY SUCCESS 
130 «BASE 0 
19¢ NORMAL <normal successful completion> 
104 ' FACILITY: SMG 
105 ' EXPLANATION: Normal successful completion. 
196 ' USER ACTION: none 
10 = 
108 
19 »BASE 2 
00128011 13 PREDEFREP <previous key-definition replaced> 
118 ' FACILITY: SMG 
114 ! EXPLANATION: A previous key definition was replaced by a new 
115 ! definition. 
118 ' USER ACTION: none 
My gear 
119 '¢ 
120 ! The next three messages are used by the ‘batching’ 
121 } procedures SMGSBEGIN_DISPLAY_UPDATE and SMGSEND_DISPLAY_UPDATE. 
1 ¢ i The text of the messages should change if we decide not 
' i } to publicly use the term ‘’batching’’. 
125 
00128019 : § BATSTIPRO <batching is still in progress> 
128 ' FACILITY: SMG 
129 ' EXPLANATION: A user tried to end batchin fupdat ing) with 
1 9 ! a call to SMGSEND_DISPLAY_UPDATE or 
1 ! SMGSEND_PASTEBOARD_UPDATE. This did not 
1 § } terminate batching because there were more calls 
1 ' made to begin batching than fo end patenting 
134 i USER ACTION: None. Some outer level routine probably still 
! ; } wants batching to be in effect. 
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BATWASOF F 

lag 

FACILITY: 
EXPLANATION: 
USER ACTION: 
BATWAS_ON 

+ 


' FACILITY: 
} EXPLANATION: 


meme me meme 


USER ACTION: 


' 
lew 
PASALREX1 
'44¢ 


! FACILITY: 
! EXPLANATION: 


USER ACTION: 


NOT_A_TRM 
lee 


FACILITY: 
EXPLANATION: 


USER ACTION: 


14 F 


i FACILITY: 
| EXPLANATION: 
: USER ACTION: 


NO_MORMSG 


WILUSERMS 
le¢ 


! FACILITY: 
! EXPLANATION: 


% 


i USER ACTION: 


K 
stony 9008 ee Teer ednceae tee. PoncaoL.. secasnonse.nso:1 
<batching was off> 


SMG 
A erpgres tried to turn off batching when 
batching was already off. 

Probably none. Check that there was one call 

to turn on batching for each call to turn it off. 


<batching was on> 


SMG 

A erperee tried to turn on batching when 
batching was already on. This is normal in 

a modular environment. 

None. Check that there was one call 

to turn on batching for each call to turn it off. 


<pasteboard already exists for this device> 


SMG 

A user tried to create a pasteboard for a device, 
when one was already created. This is normal in 

a modular environment. The existing pasteboard id 
is returned. 

None. Make sure you don't delete a pasteboard 

that you actually didn't create. 


<pasteboard attached to a device that is not a terminal> 


SMG 

This is an informational message telling you that 
the pasteboard has been created, but the output 
govite is not a terminal. 

one. 


<no more broadcast messages are available> 


SMG 

A call to SMGSGET_BROADCAST_MESSAGE found that 
snare were no more messages to be obtained. 
one. 


<output will be performed by RMS Later> 


SMG 

Normally the screen is updated at the end of 

qvery ours operation. If, however, the ‘device’ 
s actually a file or an unknown terminal, then 
this message is given at the time output would 
have been sent to the screen. 

none 
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00128069 


00128204 


0012820C 
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lee 
NOTRMSOUT 
ee’ 


: FACILITY: 
! EXPLANATION: 


USER ACTION: 
NO_CHADIS 
14% 


! FACILITY: 
EXPLANATION: 


| USER ACTION: 


PRISECMAP 
14 


! FACILITY: 
EXPLANATION: 


USER ACTION: 
GBLSECMAP 

144 

i FACILITY: 
i EXPLANATION: 
i 

| USER ACTION: 
SEVERITY 
“BASE 
FATERRLIB 

le+ 

i FACILITY: 


i EXPLANATION: 
i USER ACTION: 
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<RMS is not being used to perform output> 


SMG 

SMGSSNAPSHOT is used with files and unknown devices 
to capture the contents of the pastehoard at various 
times. If SMGSSNAPSHOT is called fo: a pasteboard 
associated with a video terminal thyn it takes no 
action and returns this informationa. message. 

none 


<no change in virtual display> 


SMG 

The requested number of columns to change was zero, 
so nothing in the virtual display was changed. 

none 


<private terminal table used> 


SMG 

The requested terminal definition was found in 
the caller's private copy of Termtable. 

none 


<system terminal table used> 


SMG 

The requested terminal definition was found in 

the system Termtable. (Requested terminal definition 
did not exist in the caller's private Termtable.) 
none 


FATAL 
64 
<fatal error in Library> 


SMG 
An internal error has occured within SMG. 
Submit an SPR describing the problem. 


<invalid argument> 


SMG 

The value of some orqunent is not in the correct range. 
Examine each argument. Determine which one is 

out of range and correct your program. 
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00128234 


0012823¢ 
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NVCOL 

be 
FACILITY: 
EXPLANATION: 


I 
1 
' 
{ 
i 
i 
USER ACTION: 
— 

INVDIS_ID 

++ 

! FACILITY: 

' EXPLANATION: 
USER ACTION: 
i 

—= 
INVPAS_ID 
++ 

! FACILITY: 


FACILITY: 
EXPLANATION: 


USER ACTION: 


TOOMANDIS 
'e+ 


! FACILITY: 
: EXPLANATION: 


USER ACTION: 


TOOMANPAS 
le¢ 
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DISKSVMSMASTER: LSMGRTL.SRCJSMGMSG.MSG; 1 
<invalid column> 


SMG 

An invalid column number was specified. It was either 
less than 0 or Larger than the number of columns 

in the virtual display. 

Specify a valid column number. Columns are numbered 
beginning with 1. 


<invalid display-id> 


SMG 

An invalid display-id was specified. 

Check that you are passing the display id by reference 
not by value. Ensure that the disp ay id was 

previously set up by a call to SMGSCREATE_VIRTUAL_DISPLAY. 


<invalid pasteboard-id> 


SMG 

An invalid pasteboard id was specified. 

Check that you are passing the pasteboard id by reference 
not by value. (A reference to a 0 is valid, since 0 

is a legal pasteboard id.) Ensure that the pasteboard 

was prey rously set up by a call to 

SMGSCREATE_PASTEBOARD and that the pasteboard has not 
been deleted. 


<invalid row> 


SMG 

An invalid row number was specified. It was either 
less than 0 or larger than the number of rows 

in the virtual display. 

Spec ity a valid row number. Rows are numbered 
beginning with 1. 


<too many displays> 


SMG 

An internal Limit on the number of virtual displays 
that your program ney hay has been exceeded. 

The Limit is currently - This includes ony 

virtual displays that some outer routine may be using. 
This includes displays on all pasteboards. 

Use fewer virtual displays. 

Make sure that your program is not in a loop 

creating virtual displays. Be sure that you delete 

a virtual display when you are all done with it. 


<too many pasteboards> 


N 
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0 ! FACILITY: SMG 
0 ! EXPLANATION: An internal Limit on the number of pasteboards 
1 : that your qreores Oey were has been exceeded. 
1 H The Limit is currently 16. 
! USER ACTION: Use fewer pasteboards. 
14 
00128244 1? WRONUMARG <wrong number of arguments> 
19 i FACILITY: SMG 
18 ! EXPLANATION: An SMG routine was called with too few arguments 
1 : (Less than the number of required arguments) 
0 : or too many arguments. 
1 ! USER ACTION: Correct the code to call the routine with 
§ the proper number of arguments. 
4 . 
0012824C 5 INVKBD_1D <invalid keyboard-id> 
2 i FACILITY: SMG 
8 ! EXPLANATION: An invalid keyboard id was passed. 
9 ! USER ACTION: Check that you are passing the keyboard id by reference 
0 ! not by value. Ensure that the keyboard id was 
31 ! preyrousty set up by a call to 
3¢ & MGSCREATE_VIRTUAL_KEYBOARD. 
34 : 
00128254 $2 INVKTB_ID <invalid key-table-id> 
3 i FACILITY: SMG 
38 ! EXPLANATION: An invalid key table id was passed. 
39 ' USER ACTION: Check that you are passing the key table id by reference 
40 ! not by value. Ensure that the key table id was 
41 ! previous: set up by acall t 
4g MGSCREATE_KEY_TABLE. 
44 f 
0012825C rf INVMAXLEN <invalid maximum length (greater than 512)> 
47 i FACILITY: SMG 
48 ! EXPLANATION: The maximum Length specified for an input string 
49 ; was too long. 
50 ! USER ACTION: Correct your program so that it requests an input 
32 } string of 512 characters or less. 
: ! 
00128264 22 FILTOOLON <file-specification is too long (over 255 characters)> 
28 ieeee This ocesene should be removed from here and from 
5 '‘eeee SMGKEYPAD.632. It's referenced as an external but 
28 'eeee it's never used in the code. Be careful to make both 
23 peene edits at the same time (to avoid build problems). 
61 
0012826C 66 PROTOOLON <prompt-string is too long> 
64 i FACILITY: SMG 
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65 ! EXPLANATION: The Length of a prompt sgring exceeded 512 characters. 
96 USER ACTION: Shorten the prompt to 512 characters or less. 
6 
00128274 é3 NOTPASTED <given display is not pasted to given pasteboard> 
71 i FACILITY: SMG 
a; ! EXPLANATION: An attempt was made to unpaste or move a display 
7 ' that was not pasted to the specified pasteboard. 
74 ! USER ACTION: Check that you are referencing the correct virtual 
75 : display. Verify that the display has not been 
6 = unpasted or that you forgot to paste it. 
78 
0012827C PBDIN_USE <operation invalid while pasteboard is buffered> 
81 i FACILITY: SMG 
ft ! EXPLANATION: The operation you have tried to perform is not 
: legal while output to the pasteboard is being batched. 
84 ! For example, you can't change the pasteboard 
385 ' characteristics while the pasteboard is batched. 
386 ! USER ACTION: Turn off pasteboard batching before astoupt ing the 
$e¢ } operation. You may turn batching on again after the 
88 ! operation. 
moe 
00128284 331 INVWIDARG <width of 0 is not permitted> 
395 i FACILITY: SMG 
394 ' EXPLANATION: An attempt was made to change the characteristics 
$02 ! of the terminal, setting it's width to 0. 
398 USER ACTION: Correct the code. A width of 0 is illegal. 
398 ; 
0012828C 44 INVPAGARG <height of 0 is not permitted> 
401 i FACILITY: SMG 
rh ' EXPLANATION: An attempt was made to change the characteristics 
40 } of the terminal, setting it’s height (page size) to 0. 
tee USER ACTION: Correct the code. A height of 0 is illegal. 
406 
00128294 ret INVCOLARG <unknown color specified> 
209 i FACILITY: SMG 
410 ' EXPLANATION: An attempt was made to change the characteristics 
411 ! of the terminal, chenging its background color 
tig ' to a value that was not legal. 
4) ' USER ACTION: Check the symbolic name for the background color 
re } desired. Specify it correctly. 
41 ; 
0012829C a7 DIALINNOT <diagonal Line not allowed> 
419 i FACILITY: SMG ; 
rt ! EXPLANATION: The vertices specified will result in a diagonal Line, 
421 ! rather than a vertical or horizontal Line. 
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USER ACTION: 
leo 

TABID_MIS 

le+ 

' FACILITY: 

! EXPLANATION: 


USER ACTION: 


UNDTERNAM 
44 


i FACILITY: 
i EXPLANATION: 


USER ACTION: 


INVTERTAB 
'44 


! FACILITY: 

!' EXPLANATION: 
} USER ACTION: 
i 

i 

lew 

INVREQCOD 

+4 

! FACILITY: 
EXPLANATION: 
i] 


USER ACTION: 


NOTBOOCAP 
'+¢ 


! FACILITY: 
! EXPLANATION: 


USER ACTION: 


Rewegec | ty the vertices so that the Line drawn will be 
vertical or horizontal. 


<terminal table id mismatch> 


SMG 
The Termtable internal gonsrorensy check failed. The 
routines which fetch information from Termtable have 
a different version number than the Termtable data. 
Probably the routines which fetch the data are newer 
than your Termtable.exe. Re-compile Termtable.txt to 
update your Termtable.exe. 


<undefined terminal name> 


SMG 

The requested terminal definition was not found in 

the caller's private copy of Termtable or the system 
copy of Termtable. 

If you intended to use a private terminal definition, 
make sure that Termtable.exe exists in your private 
e’eeesere and that the logical name TERMS$TABLOC points 
to it. f you guppetee your terminal to be defined in 
the system Termtable, check with your system manager. 


<invalid terminal table> 


SMG 

An invalid terminal table address was specified. 

Check that you are passing the terminal table argument 
by reference and not by value. Make sure the terminal 
table address was acquired by calling 
SMGSINIT_TERM_TABLE. 


<invalid request code> 


SMG 

Data is requested from Termtable via request codes 
which are available as symbolic names. The code you 
have specified is invalid. 

Check the spelling of the symbolic name you are using. 


<not a boolean capability> 


SMG (termtable compiler) 

The Termtable compiler expected a boolean capability 
name but encountered something else. 

Check your terminal definition, Perhaps you have 
misspelled the boolean capability name or omitted 
another statement such STRING or erst which 
would have terminated boolean capabilities. 
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47 
001282CC 2 6 SYNERR <syntax error> 
4 é i FACILITY: SMG (termtable compiler) 
4 ' EXPLANATION: The Termtable compiler encountered an invalid 
484 : syntax. For instance, there may be a misplaced or 
485 ; missing equals sign. 
? 8 USER ACTION: Check your terminal definition. 
488 ? 
00128204 ? ; UNDTERTYP <undefined terminal type> 
491 i FACILITY: SMG 
136 ! EXPLANATION: The definition for the requested terminal type was 
49 ' not found in the caller's private copy of Termtable 
494 } or the system Termtable. 
495 ! USER ACTION: If you intended to use a private definition, make 
49 ! sure that Termtable.exe exists in your private directory 
49 ! and that the logical name TERMSTABLOC points to it. 
498 ; If you expected your terminal definition to exist in 
r+ the system Termtable, consult your system manager. 
501 
001282DC 208 RISTERNAR <definition must begin with a terminal name> 
504 i FACILITY: SMG (termtable compiler) 
505 ' EXPLANATION: Capabilities were not preceeded by the name of a 
506 ' terminal. 
507 ' USER ACTION: Check your terminal definitions. Make sure that 
205 each definition starts with NAME = <terminal_name>. 
510 
001282E4 ei} INVCTRL <unrecognized control code> 
218 ieeee This should not be documented because I think it will go 
ate preee away when the official V4 is released. 
51 
001282EC $13 ILLVAL <Boolean value must be 0 or 1> 
519 i FACILITY: SMG (termtable compiler) 
259 EXPLANATION: A boolean capability was given a value other than 
! or 1. 
§ ' USER ACTION: Check your terminal definitions. Boolean capabilities 
; } must be 0 or 1 (off or on, respectively). 
5 . 
001282F4 § INVEXP <invalid expression> 
8 i FACILITY: SMG (termtable compiler) 
! EXPLANATION: The Termtable compiler encountered an invalid 
0 ' arithmetic expression. 
1 ' USER ACTION: Check your definition. Make sure that you have 
§ ! used only valid operators and operands in your 
i expressions. 
: ! 


7 
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001282FC § ERRAT LIN <Error in Line !UL at or near "!AF'> /FAO=3 
: i FACILITY: SMG (termtable compiler) 
! EXPLANATION: General information message included with many 
40 ! veraseyee ompiler messages. Attempts to identify 
41 , specifically where an error occurred. 
tg USER ACTION: Check the specified Line in your definition. 
44 ; 
00128304 rf ERRLIN <Error in line !UL> /FAO=1 
13 i FACILITY: SMG (termtable compiler) 
‘3 ! EXPLANATION: General information message included with many 
ee ! Termtable compiler messages. Attempts to identify 
50 : epeci tically which Line contained an error. 
333 USER ACTION: Check the specified Line in your definition. 
: ! 
0012830C $34 UND TERNOP <undefined terminal - couldn't access private terminal table> 
336 i FACILITY: SMG 
55 ' EXPLANATION: The requested terminal definition was not found in the 
558 ! caller's private copy of Termtable or the system 
559 ! Termtable. The caller's private Termtable couldn't be 
269 ' be accessed, either because it didn't exist or because 
61 ! RMS could not open the file. 
206 ! USER ACTION: If you intended to use a definition from your private 
56 : Termtable, make sure that Termtable.exe exists in your 
564 ' private directory and that the logical name TERMSTABLOC 
565 ' points to it. Make sure that you have read access to 
206 ! the file. 
eh a 
00128314 28° UNDTERNOS <undefined terminal - couldn't access system terminal table> 
571 i FACILITY: SMG 
276 ' EXPLANATION: The requested terminal definition was not found in 
57 ! the caller's private Termtable or the system Termtable. 
574 ! The system Termtable was unavailable. 
575 ! USER ACTION: The system Termtable should be mapped as a global 
278 } section and therefore should always be available. 
78 Consult your system manager regarding this. 
7 
0012831C H MISFILSPE <missing file specification in REQUIRE statement> 
é i FACILITY: SMG (termtable compiler) 
' EXPLANATION: The REQUIRE statement needs a file name in order to 
4 ! locate external definitions which should become part 
5 ! of your Termtable. 
§ ' USER ACTION: Check your Termtable.txt. Add a file name to the 
i REQUIRE statement. 
00128324 s UNRECSTA <unrecognized statement> 
92 i FACILITY: SMG (termtable compiler) 


SMGS facility messages 


0012832C 


00128334 


0012833C 


00128344 


0012834C 


PPE EEF PAIN AAAI DRIPUNINPINIPINPINID 2 9 OO MOCO OOOOOCOCOCOOWOOOOONO 
DWOONO NEA 0 OO NIA WIN $$ O OD NO UNE WIR 0 OD NOM EWN 0 OD NAME AN OOO NAUE WI 


PDEA AAAAAAA AAA AA AAA AA AA AAA AAA AA AA AA AAA AAPA A AA AAA MINI 


ere 


EXPLANATION: 
USER ACTION: 


FAIOPEFIL 
1+ 


! FACILITY: 
EXPLANATION: 


USER ACTION: 


NO_ARGS 

'4F 

FACILITY: 
EXPLANATION: 


USER ACTION: 


i 
i 
i 
i 
i 
i 
lee 
NOTNUMCAP 
++ 


i FACILITY: 
i EXPLANATION: 


USER ACTION: 


NOTSTRCAP 
'+4 


i FACILITY: 
| EXPLANATION: 
i USER ACTION: 
t] 
i 


= 
MISENDSTA 
++ 


i FACILITY: 
| EXPLANATION: 
i 


USER ACTION: 


% 


F 7 


Seen abe FT Lei et Pee UmCnASTER: Fomonse. srcasmonsc.msc;1 2% 


The Termtable compiler encountered a statement that 
it does not recogni ze. 

Check your definition. Make sure you have spelled 
peywords correctly and that statements appear only 
in valid sequences. 


<Failed to open file !AF> /FAO=2 


SMG (termtable compiler) 

The Termtable conpiier could not open the file 
specified in a REQUIRE. 

Make sure that the specified file exists and that 
you have read access to it. 


<missing arguments for substitution> 


SMG 

You requested a capability that requires user 
arguments (such as a row and column number) but 

did not provide ~- 

Check the number of arguments required by this 
capability and correct your call to SMGSGET_TERM_DATA. 


<not a numeric capability> 


SMG (termtable compiler) 

The Termtable compiler expected a numeric capability 
name but encountered something else. 

Check yes terminal definition. Perhaps you have 
misspelled the numeric capability name or omitted 
another statement such as STRING or BOOLEAN which 
would have terminated numeric capabilities. 


<not a string capability> 


SMG (termtable compiler) 

The Termtable compiler expected a string capability 
name but encountered something else. 

Check yeue terminal definition. Perhaps you have 
misspelled the string capability name or omitted 
another statement such as BOOLEAN or NUMERIC which 
would have terminated string capabilities. 


<missing END statement> 


SMG (termtable cone iter) 

The Termtable compiler expected an END statement 
to terminate the current terminal definition and 
this END statement was missing. 

Check your terminal definitions. 


DDD DDD. D AA AAA AAA AAO 
OOO O00 0009090000 09 090908 INI N 
=—OODNAUES WN “CO OONOUS 


HOOK 
PP 
SSSaNOue 


nur 


SMGS facility messages 


CILITY 


x<> 


ILLBATFNC 
'e¢ 
FACILITY 
! 
' 
i 
! 
' 
lew 


INVDIR 


i 
i 
i 
i 
i 
lee 
TRMNOTANS 
++ 

i FACILITY 


; EXPLANATION: 


“Be yeeaty 


KEYDEFPRO 
"FACILITY: 


weabectags Ml8s 
<expected NAME or REQUIRE> 


SMG (termtable compiler) 
The rorgeeete cone ler expected Termtable.txt to 


; ITY: 
! EXPLANATION: 


i USER ACTION: 


"FA CILITY: 
EXPLANATION: 


! USER ACTION: 


USER ACTION: 
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begin with a terminal definition (NAME statement) 
or a REQUIRE. Somethin 
Check your Termtable.txt. 


else was encountered. 


<operation not permitted while display is batched> 


SMG 

An attempt was made to perform an operation that 

is not porarttes while a virtual display is being 

batched (for rae performing input or MOVING 

she virtual oft ee 
Terminate b arching est by calling 

SHGSEND *SiSPLAY UPDATE. 


<invalid directive> 


SMG (termtable compiler) 

The Termtable compiler accepts only a few FAO 

Siren tyuee. It encountered one that it does not 
andle. 

Check your terminal definition. Make sure that 
you use only valid FAO directives. 


<terminal is not ANSI compatible> 


SMG 

A call fe SMGSGET_PHYSICAL_CURSOR was made 
specify that the terminal is to be queried 
to detere ne where the cursor is. 

This could not be done because the terminal 
was not ANSI, and this feature is available 
only on ANSI terminals. 

Rerun your afte 'eatsen on an ANSI terminal, 
such as a 


ERROR 
128 


<end-of-file> 


SMG 

End of file condition was detected on inpu 

If necessary, modify your preeras to Pan ons We this 
condition and respond to it 


<key definition is protected - cannot be changed or deleted> 
SMG 


————e — ——E 


SMG$ facility messages 


00128412 


0012841A 


00128422 


00129000 


00129008 


00129010 


SSN NNN 


PEERS EWN WINN NPONONONNINUNIR SS OOO 


DOOONA WE WN OS OD NA NE WIN OOD NAME WIN (OOD NOUS WOOO 


aN 
= 


PEA DPMA AGI & 


Sa 


WO OONOUS WMO 


INVDEFATT 
le¢ 


{NVKEVHAR 
"FACILITY 


EXPLANATION: 
| USER ACTION: 


INVSTANAM 
es 
' FACIL 


! ITY: 
EXPLANATION: 
| USER ACTION: 


- SEVERITY 
»BASE 


KEYNOTOEF 


i* FACILITY 
EXPLANATION: 
USER ACTION: 
ie 


NOMOREKEYS 
'e+ 
' FACILITY 


STRTERESC 
lee 


HHI MUAY NEDERREL LOSE sncasnorc.mess 
EXPLANATION: 


USER ACTION: 


i FACILITY: 
' EXPLANATION: 


i USER ACTION: 


ITY: 
' EXPLANATION: 


USER ACTION: 


! FACILITY: 
! EXPLANATION: 


The nition fs key is hg defined, and since its 


definition is protected, it can not be changed or 
re-defined. 
none 


<invalid key-definition attributes> 


SMG 

When a key is get ined. attributes such as NOECHO may be 
specified with the definit Teme An attempt was made to 
ppc ity on nknown attribut 

Check the List of valid sitributes and correct your 
program. 


<invalid key name> 


SMG 

The speci tied key name was less than 1 character or 
more than 31 characters. 

Eevee a key name with i to 31 characters. 


<invalid state name> 


SMG 

The specified state name was less than 1 character or 
more than 31 characters. 

Choose a state name with 1 to 31 characters. 


WARNING 
512 
a is not defined> 


n_gt tempt was made to perform an operation, such as 
Sncece! Y_DEF, on a key which was not def tined. 
Check your program to see if this key should have 
been defined. 


<no more keys defined> 


SMG 
SMGSLIST anf Y DEF. when called repeatedly, returns all 
she key definitions in a key table. —— there are no 
pore definitions, this error is retu 
odify your program to expect this condition, if necessary. 


<illegal escape sequence embedded in string> 


SMG 
An SMG output routine was passed an escape sequence 


SMGSMSGDEF SMGS facility messages 


00129018 caunorcne 
i FACILITY: 
EXPLANATION: 
USER ACTION: 
i 
i 
ie 
00129020 DELEXIGBL 
FACILITY 
| EXPLANATION: 


a Bi Si Pe itn iy Bi Bi i i i Bie Bin i i i i Si in 
50.09 0909 09 09 09 09 09 09 09 SIN NINN NNO PAO Om 


OOO NAME WN OO ODNOU EWN OOONO NS 


! 
i 
i 
| USER ACTION: 
i 
! 
ie 


reesieel “1386 $9:09:99 DTSSUNSMASTER: ESMGRTL. SRCISMGMSG.MSG;1 


o oeeee in the qutput erring. The output string was 
en to the virtual display but the string was 
Ad nated at the escape sequence. 
Check your s being string to determine what escape 
sequence was 4 ng passed. If you need y et on 
prey iced zt Setene sequence, there 
ikely a SAG rout ne that provides that iunet tenet ity. 


mate section not created> 


the Gretes program that maps Termtable.exe as a global 
sect on was unsuccessful. 

s eoocegs should be aonesee onty b syetes managers. 
if there i » peresey an existing global section for 
Termtable, the system must be rebooted in order to create 
a new global section. 


! the open is used with GBLNOTCRE 
<Termtable section already exists> 


SMG 

The system program which age Termtable as a global 
section was unsuccessful. Before a new Po F section 
can be created, the previous one must be de notes. 


791 i USER ACTION: The system must be rebooted in order to map a new 
a ; Termtable.exe as the global section. 

794 END 

795 

796 ! End of file SMGMSG.MSG 


There were 0 errors, 0 warnings, and 0 informational messages iss 


ued. 
MESSAGE /FILE _NAME =SHRIMGMSG/L S=L1S$:SMGMSGPTR/OBJ=0BJ$ : SM MSGPTR UASRCS: SMGMSG 
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